ST.   PAUL'S  EPISCOPAL  CHURCH  -  SUMMERVILLE,  S.  C. 

( ;i  KjiiKilly  ci  chapel  of  ease  of  St.  Pnul  s,  Stono,  the 
cliuifh  was  founded  in  1829  and  moved  into  the  present 
buildinq  in  1856.  As  were  most  buildings  in  Summerville, 
the  chuich  was  severely  damaged   in  the  earthquake  of 


Kklai  liromo  hy  V.v 


rub.  by  I'hoto  Alls,  Winnsbaio.  8.  1 
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